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McKINLEY BRIDGE 


ST. LOUIS, MO. 
Crossing the Mississippi River at 3500 X 
Broadway. Cost almost $3,000,000. Complej 
in December, . L03LO. Length of bridge 
and one-quarter miles. 







K. 1085—McKinley Bridge, St. Louis, Mo, 


















